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1 
This invention relates fo ïattachments 
safty ,razors-.and if hs for ifs principal=object 
fo provide a moisture-retaining pad disposed 
mediately in-advance of'the cutting edge of the 
azor, whereby the shaving of the face mayhe 
accomplished more expeditiously and :satisfac- 
,torily than heretofore. 
:It is:an0ther, object of:the present inventionç,to 
9rovide-a moisture retaining pari disposed so 
that in the normal, use of =the razor _the skin,can 
be 'readily moistened 'and thereby prepared :for 
the flnishing pass in»the shaving of the face. 
Still another objectOf the present invention 
to provRle a razor .attachment comprising a 
moisture-retaining resilient pad disposed in ad- 
rance of the cutting edge of the razor,«whereby 
that.portion,of the face which bas becomerela- 
tively dry fter shaving .bas commenced can 
be easily moistened during ,the normal use of 
the razor. 
A further object of the present invention isto 
provide a ,moisture-retaining .pad for .a safety 
razor, which pad canbe easily attached 
razor without the aid of zcrews or the like, and 
which pd.,.can also be readi!y detached or re- 
moved,,from the razor for cleaning or-otherwise. 
Another object of the present invention is fo 
provide,a.pad of the character set forth which, 
during normal use of the razor, massages the 
skin and at the sametimedraws the skin so that 
,the hairs immediately in advance of the cutting 
edge of the blade are caused fostand perpendicu- 
lar to theskin and be received by the blade ac- 
cordingly. 
8till :another object of the present invention 
is to provide a Tazor attachment which.s simple 
inconstruction, inexpensi.ve fo-manufacture, and 
extremely effective in .use. 
Further features ofthe invention will be ap- 
parent from the olloving description with refer- 
ence fo the accompanying drawings, in which: 
,Fig. 1 is.a  front elevation oLa safetyrazor of 
a ,well-knov¢n type having secured fo :it:an at- 
tachment constructed according to the present 
invention. 
Fig. 9. is a side elevation of the razor and pad 
shown in Fig. 1. 
Fig. 3 represents an enlarged horizontal sec- 
tional view taken substantially along the line 
--, Fig. 9., showing the moisture retaining pad 
resiliently clipped upon the razor immediately 
beneath the cutting edge of the blade. 
Fig. 4 is an enlarged perspective view of the 
razor attachment, showing the details of con- 
struction of the spring-clip and t_he opposed 
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razor-engagi,ng ears ,.which cooperate ,with ,the 
spring-clip .in holding,.the pad properly on«.the 
razor. 
Referring fo the drawing-in detail, it will, be 
 5 noted in Figs. 1, 9. and 3 that I bave illustrated,my 
'attachment as being applied to .one well-k-nown 
type of-safety .razor known as-the "Schiek" 
:This-razor-includes a handle lto, which is.suit- 
,àbly attached a blade-carrying head indieited 
40 generallyas,2. This head consists, of upper:and 
lower blade-gripping jaws 3 and 4 resilienfly 
urged together to frictionally retain abläde § 
with its sharpened edge in hair-cutting. position. 
The,lower blade-gripping jaw  at its-frontend 
5 is extended slightly forwardly of the'.bladeand 
bent downwardly as-af 6 fo form ,a,guard lp 
which, during the use of the razor,-f.unctions 
fo protect the skin-against contact 'veith::.the 
sharpened edge-of the .blade .§. Attached-to«the 
'20 razor immediately above the.handle I isabowed 
member ,1 ,which.rests :atdts upper, end against 
the bottom :surface , of :the lower jaw 
Referring.'to':Fig. 4, which illustrates one«form 
of' my improved 9ad, it wfll be seen thatthe:,pel 
'25 includes a 'bod,y portion «8 ,.preferably,,mde,., 
sponge rubber formed .,with-:a convex,outer-skin- 
corltacting ,surface '9. The ,sPonge rubber pari 
,8 is preerably, adhesivèly attached 'to, a, sheet 
metal base-orholder 
30 :formed along.itsfour . edges-.with ,'upturned .side 
'and end, walls 12. The pad :8 is :preferably of 
,such size and shape that,,--when if .iscompressed 
-withirrthe, side and end-walls- 12, the,pad- assumes 
the convex-contour shown cleaHy: in Figs.2«anï 
35 4. Preferabty:-Iormed integral ,with-one endo_f 
,the:.flat-bottom I I of-.the 'holder ,0  is.an ,ateru- 
'ated Projection   bent -back into -substantiàl 
parllelism :: with -the »bottÇm I I -of -the ,ho!d.er 
andterminatingina-slightly offset,--rounded :eiad 
40 /. The projection -  provides . -spring cl.p 
opposed to .the bottom wall : I I -.of  the ,hodër. 
Struck downv¢ard!y fr0m .the ,boiom ,w.äll 
are two .ears/§ and '1, the. adjacentin,ner ends 
of which ;form straight pad-positioning shoul- 
45 ders I and 18. As clearly shown in Fig. 4, a 
portion of one of the upturned side walls is re- 
duced slightly in height and bent af an angle 
of substantially 45 degrees with the fiat bottom 
 I fo form a retaining lip  9. 
50 With the above described constructive features 
of the moisture retaining device in mind, the 
manner in which the same is applied to the 
razor will now be described. The moisture-re- 
taining device is held in the right hand with 
55 the sponge pad 8 forward and the razor is held 



in the left hand with the bowed member 1 for- 
ward. The device is then a]ined with the razor 
so that the retaining lip 19 is positioned behind 
the guard lip 9 of the razor (Fig. 2) and the 
spring clip 13 ]s positioned to slide behind the 
bowed member 7. The moisture-retaining 
vice is then pressed to the left so that if slides 
onto the razor, the final or operating position of 
the device being determined by the opposed 
shoulde.rs 7 and 8 contacting the opposite sides 
of the bowed member 7, as clearly shown in Fig. 
3. The spring-clip 3, the opposed shoulders 
|7 and 18, and the retaining lip 9 all cooper- 
ate with the associated parts of the razor secure- 
ly to retain the moisture-retaining divice on thi 
razor immediately in advance of the cuttng edge 
of the blade 5. From the foregoing, it will be 
understood that the moisture-retainini pad can 
be readily applied to the razor by merely sliding 
the pari on the razor, exercising only a small 
amount of care to aline the parts of the two de- 
vices çroperly. In removing the pad from the 
razor if is only necessary to press outwardly in 
adirectionaway from the razor on the corner 
of the moisture-retaining pad adjacent the free 
end |4 of the spring clip I, thereby to fiex the 
spring clip sulïiciently to disengage the opposed 
shoulders 17 and 18 of the moisture-retaining 
device from the bowed member 17 of the razor, 
after which slight pressure on the end of the 
moisture-retaining pad will cause it to slide off 
the razor. 
From the foregoing, if will be understood that 
I bave invented an exceedingly simple moisture- 
retaining pad for a safety razor, which pad can 
be applied to the razor in a very quick and simple 
way without the use of screws or the iike. It will 
also be understood that the device can be readily 
 detached for cleaning and the like, and despite 
the facility with which the device can be at- 
tached to the razor or removed therefrom, the 
securing means employed adequately locks the 
device on the razor in the same position each 
rime it is applied. While I bave shown the pre- 
ferred way of forming the sheet metal parts of 
the present invention, it will be understood that 
the details of construction and arrangement of 
the-variousparts of the device may be modified 
wlthout departing from the invention. 
It wfll be further understood that the sponge 
rubber pad used is preferably of uniform thick- 
ness before it is assembled in its supporting 
frame, and that the ïrame is so shaped that that 
portion of the pad which is embraced by the 
frame is comiressed, leaving the remainder of 
the pad free to expand into the enlarged convex 
shape which is disclosed in the drawing. While 
this is preferably from the cost standpoint, if 
will-be understood that the pad may be molded 
into its finished shape. Also, while I bave shown 
the frame as being made of sheet metal, if will be 
obvious that the frame may be plastic, in which 
case-it could be rnolded into shape with the 
spring-fingers properly embedded therein. 
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Having thus set forth the nature of the inven- 
tion, what I claim herein is: 
1. A moisture-retaining device for. a safety 
razor having a sharpened blade, comprising a 
5 moisture-retaining pari, a frame fo which said 
pari is secured, and mountingmeans for securing 
said device to said razor, said mounting means 
including a spring-clip and a retaining lip both 
extending from said frame. 
]0 2. A moisture-retaining device for a safety 
razor having a sharpened blade, comprising a 
moisture-retaining pari, a frame to which said 
pari is secured, and mounting means provided on 
said frame for securing said device fo said razor, 
]5 said mounting means including a spring-clip, 
and opposed razor-engaging shoulders disposed 
to cooperate with said spring-clip in securing the 
device fo said razor. 
3. A device adapted for attachment to a 
20 safety razor having a sharpened blade, compris- 
ing a pari, a frame to which said pari is secured, 
and mounting means provided on said frame for 
securing said device to said razor, said mounting 
means including a spring-clip, opposed razor-en- 
25 gaging shoulders and a retaining lip. 
4. A device adapted for attachment to a safety 
razor having a sharpened blade, comprising a 
pad, a frame to which said pad is secured, said 
frame having a fiat bottom and upstanding side 
30 walls, a finger projecting from said frame and 
disposed in substantial parallelism with said 
bottom to provide a spring-clip, ears struck from 
said bottom providing opposed shoulders adapt- 
ed to engage between them a portion of said 
35 razor, and a retaining lip bent up from said fiat 
bottom along one of its edges. 
5. A device adapted for attachment to a safety 
razor having a sharpened .blade, comprising a 
pad, a frame to which said pad is secured, said 
40 frame having a fiat bottom and upstanding side 
walls, said pari being slightly larger than said 
ïrame whereby it is compressed by said side walls 
to provide a convex outer skin-contacting sur- 
face, and a spring-finger projecting from said 
45 frame and disposed in opposed substantially 
parallel razor contacting relation with the fiat 
bottom of said frame. 
JOHN D. KARLE. 
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